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UNCLASSIFIED 

PAGE 01 PORT M 01223 140136Z 
ACTION EA- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

085322 140138Z/73 

R 0700 15Z AUG 78 ZDK 
FM AMEMBASSY PORT MORESBY 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 3552 

UNCLAS PORT MORESBY 1223 

FOR COMMERCE/MEPD 


Message Text 


E.O. 11652: N/A 
TAGS: BENC, PP 

SUBJECT: MAJOR PROJECT: SEPIK/ILAM HYDROELECTRIC SCHEME - 
FEASIBILITY 


REF: A) STATE 195225, B) PORT MORESBY 0574 

1 . FEASIBILITY STUDY WOULD BE FINANCED BY THE 
GOVERNMENT OF PAPUA NEW GUINEA. 


2. PRE-FEASIBILITY STUDY HAS INDICATED PROJECT COULD 
ENTAIL A SERIES OF HYDRO-PROJECTS ALONG SEPIK RIVER 
WITH ESTIMATED CONTRIBUTION COST OF OVER $200 MILLION 
SOURCE OF CONSTRUCTION FINANCE UNKNOWN. 


3. MEPD MIGHT WISH TO BRING TO ENGINEERING FIRMS 
ATTENTION TO THE OTHER HYDROELECTRIC PROJECTS LISTED 
IN REFTEL (B). 

OLMSTED 


NOTE BY OC/T: TELEGRAM DELAYED IN TRANSMISSION. 


UNCLASSIFIED 


NNN 
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Control Number: n/a 
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Disposition Remarks: 
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Retention: 0 
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